AERO Design Ltd. 
COMPONENT WORK ORDER 
2013-05 


Date Opened; 16 January 2013 


Approval Information: 


Approval: 
SHOO-48 
Document Control List: DCL698-1 Rev. 2 


Approval on AML: 
N 
DCL meets/exceeds revision on STC:(^ N 


Part Information: 


Fabrication Drawing: 69827 Rev. 2 
Matches DCL:*^/ N 
Qtv Part Number 
Descriotion 
Material 
PO 
1 
69827-01 
Placard (S/N 69801-29) 6061-T6 Al. 0.050 Sheet 
11102 
1 
69827-01 
Placard (S/N 69801-10) 6061-T6 Al. 0.050 Sheet 
11102 
1 
69827-01 
Placard (S/N 69801-18) 6061-T6 Al. 0.050 Sheet 
11102 


Processes 
□ Painting 
DPowder Coating 
DAnodizing 
PO 


Tests/Inspections specified on drawings? Y1^ 
Test/Inspections complété? Initial:. 


Final Inspection 
Initial:. 


Work Order pre-completion Inspection: 


Release tags required? 
(Release tags are not required if part can only used as part of a further assembly) 


Release tags complété? (^/ N 
Intérim tracking tags complété: Y / N 


List ail non-conformities raised: 


Inspedipr Signature: 
Date: 


This form is intended for batch production of component parts only. 


Approved Manufacturing Facility 73-04 
Process Control Form 001B 
Revision 3, January 2013 


AERO Design Ltd. 
COMPONENT WORK ORDER 
2013-05 


Date Opened: 16 January 2013 


Approval Information: 


Approval: 
SHOO-48 
Document Control List: DCL698-1 Rev. 2 


Approval on AML: 
N 
DCL meets/exceeds revision on STC'^I N 


Part Information: 


Fabrication Drawing: 69827 Rev. 2 
Matches DCL: Y / N 
Qtv Part Number Description 
Material 
PO 
1 
69827-01 
Placard (S/N 69801-29) 6061-T6 Al. 0.050 Sheet 
11102 


Processes 
OPainting 
DPowder Coating 
DAnodizing 
PO 


Tests/Inspections specified on drawings? Y 
Test/Inspections complété? Initial:, 


Final Inspection 
Initial: ^ 
. 


Work Order pre-completion Inspection: 


Release tags required? 
N (Release tags are not required if part can only used as part of a further assembly) 


Release tags complété? ^ 
N 
Intérim tracking tags complété: Y / N 


List ail non-conformities raised: 


InsbeMor Signature: 
Date: 


This form is intended for batch production of component parts only. 


Approved Manufacturing Facility 73-04 
Process Control Form 001B 
Révision 3, January 2013 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 
WO 
2013-05 


6. Item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


10. Serial/Batch No. 


69801-10 


11. Status/Work 


New 


12, Remarka 


13a. Certifies that the items Identified above were manufacfured in 
conformity to: 
H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4ar-0 CAR 571.10 Maintenance Release 
^—-— ' 
□ Other regùiàfiîJrt-spesyfied in 
^ 


Certifies that uniessotUerwtsg'specified iribioclr+2r.ttig_vwk identified in 
biock llanjUiescriEédin block 12, has been performedTîTcofBplianc^ith 
Itie-esfisd/^ Aviation Régulations. 
~ 


13c. Approved Organization Number 


AMF 73-04 


~~T4tr-S4gnati^ 
^ 
"T^ftr-Apptoyed OrganizatjonuNumtJST' 


/ fffi— 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
17 June2013 
'~T4drNarc!e_^ 
^ 
''~TTtBr^latê_{^/mmm/yyyy)__,_..--—- 


Installer Responsibllltles 


Ttiis certificate does not constitute authority to instail. 
Installera working in accordance v/ith the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ali cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1 


4 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


6. Item 
7. Description 


Stop 


8. Part Number 


69830-21 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Contract/Invoice 
WO 
2012-45 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 


□ 


Approved design data and are in condition for safe opération 


Non approved design data specified in block 12. 


13c. Approved Organization Number 


AMF 73-04 


1 ^ /h/ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
17 June2013 


CAR 571.10 Maintenance Release 


□ Otfier reguîàîîsn-soficified in block 1 


Certifies that uniess ottiewtsrspecified in bloclr13rtliejvork identified in 
block 11aniUlescfiBéd in block 12, bas been performediîrcof«ûliance with 
Aviation Régulations. 
oved Organizatic 


e (dd/mmm/yyyy) 


Installer Responsibilities 


This certificate does not constitute auttiority to instali. 
Installera working in accordance vrith the national régulations of a country ottier ttian ttiat specified in block 1 must ensure ttiat ttieir régulations recognize 
certifications from the country specified. 
• 
■ 
. m r 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


li. 


1. Approving Civil Aviation Authority/Countty 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2012-45 


6. Item 
7. Description 


Knob 


8. Part Number 


69830-22 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 
Q 
Non approved design data specified in block 12. 


~~T4ar-~CLCAR 571.10 Maintenance Release 
^ 
□ Other reguiàîîOri-spacifie^n blockJZ 
"" 


Certifies that unIessotberwtsrS'specified inbîoclrl-2r4lie_work identified in 
block 11arid-desCfiEédin block 12, has been performedlrTconsHitianc^ith 
Ibe-eaTîad^ Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


"~T4tr-€4gnature 
"~T4C7App:oyed OrganizadooJ^UHmbSr 


Jeff èlarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 
"~T4ctT-Naii!e_^ 
' 
T4BT-DalgWd/mmm/yyyy)^__-.^—'''■ 


Installer Responsiblllties 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Desiqn Ltd. - 
2013 39'" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO11098 


6. Item 
7. Description 


Screw 


8. Part Number 


69830-1032x3 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


H 
Approved design data and are in condition for safe opération. 


r~l 
Non approved design data specified In block 12. 


"~î4ar-[Il_CAR 571.10 Maintenance Reiease 
^ 
□ other regùîiîîtrrspecifie^ blockJl2—— 


Certifies that uniess ottie(wtse''spécîfi^ed inblSard-Sr^tiêj^^ identified in 
block 11Md-descTiBédin biock 12, has been performedirTcofi^Uiancewnth 
jbe-esRad/an Aviation Reguiations. 
— 


13b. StonatiAe 
^ 
y 
13c. Approved Organization Number 


AMF 73-04 


"T^br-Sigoature 
^" 
~T4cr-App£oyed OrganizatioQ..N«mt36r 


Jeff dlarke 


13e. Date (dd/mmm/yyyy) 
17 June2013 
~74d7-Na£ne_^ 
-— 
"TTte:-OateWd/mmm/yyyy)_^_.— 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute instaiiation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicable national régulations before the aircraft may be fiown. 


I 
i 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


P013006 


6. Item 
7. Description 


Blind Rivet 


8. Part Number 


CR3213-4-02 


9. Qty. 


5 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above \were manufaotured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~"T4ïrr--CLCAR 571.10 Maintenance Release 
^ 
□ Other regùîiîîSn-speÊifie£in block_ji2-—^ 


Certifies that uniessotherwtsë'specified inbiocR~f2r-tbêjjwk identified in 
block llansidescnBédin block 12, has been performedîrTcoRMilianc^th 
Aviation Régulations. 
niryx- 


13c. Approved Organization Number 


AMF 73-04 


"T^îljr-Signature 
^ 
~î4crApfiioyed OrganizatioD-NumbSr 


— 
jWme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 


"^f^dr-Natne 
^ 
~T4eT-0aiê_{dd/mmm/yyyy)_„..-'— 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Instailers \working in accordance with the national régulations of a country other ttian that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


-u 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


P012094 


6. Item 
7. Description 


Mut 


8. Part Number 


MS21044C3 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a>~QCAR 571.10 Maintenance Reiease 
^ 


□ Other regùîàïiOn-specified in 


Certifies that unless^ttierwisë'specified iribiocR~t2r-the_)J[0^ identified in 
biock lland-desCflBédin biock 12, has been performedirTcomplianc^ 
tbe-eaTîad/an Aviation Reguiations. 


' 
, 


13c. Approved Organization Number 


AMF 73-04 


~T^ttjr-S4gnature 
^^ 
~T4CT-Appioyed OrganizatigruNumlJër^ 


l^^me 
Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 


"~T4dT-Nan3e 
^r4BT-DateJdd/mmm/yyyy)__.,_..-----''' ' 


Installer Responsibilitles 


This certificate does not constitute auttiority to install. 
Installera working in accordance with the nationai reguiations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute instailation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national reguiations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2, AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3,Form Tracking No, 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5, Work Order/Contract/Invoice 


PO13032 


6. Item 
7, Description 


Spring 


8, Part Number 


69830-23 


9, Qty, 


2 


10, Sehal/Batch No, 


N/A 


11, StatusAA/ork 


New 


12, Remarks 


13a, Certifies that Ihe items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération, 


□ 
Non approved design data specified in block 12, 


~TTtar-QCAR 571,10 Maintenance Release 
^ 


□ Other reguiiîitîrr-spacifie^n 


Certifies that uniess ottierwise'spécified inbiocirrtST-ttiejA^ identified in 
block 11antUescnbédin block 12, has been performedlrTcomplianc^th 
_tb»-Oa7Ta3/^ Aviation Régulations. 
—- 


13b,;9igi>aUire^ 
13c, Approved Organization Number 


AMF 73-04 


~T4tjr-S49£iature 
^ 
~T4crAppio^d OrganizatiOTLNumbër 


13a,/N/me 
Jeff Clarke 


13e, Date (dd/mmm/yyyy) 
17 June 2013 
~T4ch-Nairie 
^^ ^T4er-Qate_(dd/mmm/yyyy)^_,,.----'''''^ 


Installer Responsibilities 


This certificate does not constitute authority to install, 
Instailers working in accordance with ttie national régulations of a country other ttian that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified, 
Statements in biocks 13a or 14a do not constitute instaliation certification. In ali cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


, 
1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2012-45 


6. Item 
7. Description 


Stop 


8. Part Number 


69830-21 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a^^CILCAR 571.10 Maintenance Release 
^ 


□ Other reJjiàïïOn-spefiified in blockj12^— 


Certifies that unlesso^ieAivtse'specified inbiocR~+2r4tie_^rk identified in 
block lland-desCfiBéd in block 12, bas been performedlrTcofnplianc^ith 
ttis-esfïad/an Aviation Requiations. 


13c. Approved Organization Number 


AMF 73-04 


"T^ttJr-SIgna^e 
^^ 
"~T4crAppto^ OrganizatiorLNumtJST' 


1^/^feme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 
"T4ttT-Naii!e 
^— " "~T4er-DalêJdd/mmm/yyyy)_,.,,----— 


installer Responsibilities 


This certificate does not constitute authority to install. 
Installera w/orking in acoordance vi/ith the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO 2012-45 


6. Item 
7. Description 


Knob 


8. Part Number 


69830-22 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are In condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~T4a^4ri CAR 571.10 Maintenance Release 


□ Other regùliîîSn-specified in blockJ2-- 


Certifies that unlessottieJwtsS''specified iribiocirrt2rttlê_work identified in 
block 1 larid-descriBéd in block 12, has been performedltTcoa^iiiancewIth 
ibe-ea/laS/an Aviation Requiations. 
— 


13c. Approved Organization Number 


AMF 73-04 


"Tîtr-Sigoature 
"~T4crApprgved OrganlzatiooJJumt^ST' 


Jefr clarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 
~~T4dr-Naaîe_^ 
——-—^ ~~T4BT-UatêWd/mmm/yyyy)____^—-—^ 


Installer Responsibilities 
This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


. 
1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO13032 


6. Item 
7. Description 


Spring 


8. Part Number 


69830-23 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"14a:—QCAR 571.10 Maintenance Release 
^ 
□ Other reguîàfiCn-specifie^n blocM2— 


Certifies that unIessotliBfwtse'specified inbioclri^rrtl3e_work identified in 
block 1 land-descfiBédin block 12, bas been performedTiîT»mplianc^lth 
ibe-Sariad/^ Aviation Régulations. 


13b. fflgneWre^ 
13c. Approved Organization Number 


AMF 73-04 


"I4b7-Sigûa^ ^ ^~T4cr-Appto^d OrganIzaboflJitufntJëf' 


13a./l/me 
Jeff Ciarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 


~l4tl>Narne 
^T4erûalgjdd/mmm/yyyy)__„^— 


Installer Responsibilities 


This certificate does not constitute authority to Install. 
Installers working In accordance with the national régulations of a country otherthan that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification Issued In accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO11098 


6. Item 
7. Description 


Screw 


8. Part Number 


69830-1032x3 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items Identified above were manufactured In 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4ar--CLCAR 571.10 Maintenance Release 
^ 


□ Other regùïifïon-specified in blockj.2— 


Certifies that unIessoîtifiAMsS'spécified inbioclrrt3T-tlJt.vwk identified in 
block 1 lanjUlescrîEedin block 12, has been performedTfrcomplianc^ith 
Ibe-eaTîaS/an Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


14trT-Sigûature 
^ 
~~T4tr-Approyed OrganizatjoaAtumtsSf^ 


Jeff diarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 
~T4dr-Naii!e_^ 
^—- 
"~T4Br-Oatg_^/mmm/yyyy)___,^— 


Installer Responsibilities 
This certificate does not constitute authority to install. 
Installers working In accordance with the national régulations of a country other than that specified in block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


► 1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3 Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


PO12094 


6. Item 
7. Description 


Nut 


8. Part Number 


MS21044C3 


9. Oty 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


^Rta:-~QCAR 571.10 Maintenance Reiease 
^ 


□ Other regùîSîRyn-speÊified in 


Certifies that uniessotiiefwtsS'spécified iribioclr+ZrJhÊWork identified in 
biock 11and-descfibédin biock 12, has been performedTïTcofnpIiance with 
ibe-eafîad/an Aviation Requiations. 


13c. Approved Organization Number 


AMF 73-04 


"T^ttr-Signa^e 
^— 
^r^Cr-Apptoy^ OrganizatiooJslumtJSr' 


13^|^me 
JefrClarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 
""Tïter-Oatej^/mmm/yyy^^,,..-'-^^ 


Installer Responsibilities 


This certificate does not constitute authority to instaii. 
Instaiiers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


WO 2013-05 


6. Item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


10. Seriai/Batch No. 


69801-10 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"~T4ar-~0 CAR 571.10 Maintenance Reiease 
^—" 
□ Other regùîiîîOn-specified in biockji^- 


Certifies that uniessottiewvtsS'specified iribiocR~tir4ttg_work identified in 
biock 1 lafld-elescriBédTn biock 12, has been performedTrTtwropiiance with 
Vaa-Qafiadian Aviation Régulations. 
^ 


13b. 
13c. Approved Organization Number 


AMF 73-04 


"~T<rtr-SigQature 
^ 
~~T4cr-App£oyed Organization-NumtîSr' 


Jerf Cnarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 
~T4ctrNan!e__^ 
^ 
"~T4er-DatêWd/mmm/yyyy)___^^--^ 


Installer Responsibilities 
This certificate does not constitute authority to instaii. 
Instaiiers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


. 
1. Approving Civil Aviation Auttiority/Gountry 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PCI 3006 


6. Item 
7. Description 


Biind Rivet 


8. Part Number 


CR3213-4-02 


9. Qty. 


5 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are In condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4ar-CL^R 571.10 Maintenance Reiease 
^ 
□ Other regùliïïïm-specifie^n blocM2^-^' 


Certifies that unlessoyififwisë'spécified lribioclri^r-tl3ê.work identified in 
block 1 lanjLdescfiBidin block 12, bas been performedTiî7»mplianc^lth 
jbe-CafTad/^) Aviation Requiations. 
~ 
—— 


13c. Approved Organization Number 


AMF 73-04 


""Ptbr-Stgoature 
~T4crApp£oyed Organization-NumtJër" 


(Mme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
17 June 2013 


~T4ch-Nacne 
^ 
~T4BT-0ale_(dd/mmm/yyyy)^^-.^^'' 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification, in ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, VRA 0G3 


Phone: 604-483-2376 Fax; 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 
Nomenclature: b^rfe-T 
- PWb BP-Aci^T" 


Manufacturuer: 
Part No.: 
Sériai / Batch No.: 
ajIA- 
^ 
TTSN: 
a//a 
TSO: 
/O/A 
Rem.: 
A///r 
g 
Work Order No.: 
-Qg' 
q 
RemainingTasksto be Performed: A-tTAcH To 
€YX<'-\jÇ(o^ 
^ 
Q-rv 
l<r Ql 
_ 
Vtt 
Signature:, 
Date: 
U 
xviy JS)I^ 
Lie. No. / ACA_ 


Aero Design Ltd. 
A 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


(/) 
to 
0^ 
U 
o 


Q. 
C 


Phone: 604-483-2376 Fax: 604-483-2372 E-mall: lnfo@aerodeslgn.ca 
AMF 73-04 


Remarks 


Jt 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fomi Tracking No. 


4. Organizat 


AERO D 


on Name and Address 


esign Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 
WO 
2013-05 


6. Item 
7. Description 


Placard 


8. Part Number 


49218-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


S/N 42901-22,49201-26 


13a. Certifies that the items identified above were manufactured in 
confomnity to; 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~î4ar—Q__C^ 571.10 Maintenance Release 
^— 
□ Other regùîiîîOn-specifie^n blodçJ2.-— 
^ 


Certifies that unle^^Wjerwisë^pécified iribio9t~13rttjework identified in 
blocklIanjLdescfîBéd in block 12, bas been perforTnedTrrtorapiianœ with 
Jbe-€a77a3a/j Aviation Régulations. 
1^-^gnatp»j 
m ( 


13c. Approved Organization Number 


AMF 73-04 


~T4tJr-Si9ngture 
^ 
~T4crApp(o^ Organizatioa.NufntJgr' 


Name 
Jeff Clarke 
13e. Date (dd/mmm/yyyy) 
11 Feb 2014 
~T4dH4aaîe 
^— ' ~T4Br-0atgJ^mmm/yyyy) ,^—-—^ 


Installer Responsibilities 
^ This certificate does not constitute authority to install. 
Inst^lere working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued m accordance with the applicable national régulations befbre the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39"^ Avenue NE, Caigary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2013-05 


6. Item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusyWork 


New 


12. Remaiiœ 


S/N 69801-19 


13a. Certifies thiat ttie items identified above were manu^tured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


^T4ar-~Q_C^ 571.10 Maintenance Release 
□ Other regu^fitm-specified in blocjM2-— 


Certifies that unle^^ttierwise'spéc'ified iribiocIfl-SïJtjgwork identified in 
block lland-descfiBéd in block 12, has been performedlrTcomplignce vi/ith 
Jbe-G^rfadian Aviation Régulations. 
ISb.Kignature^^ 
(/ûÀ^Âbûl 


13c. Approved Organization Number 


AMF 73-04 


"T^ttjr-Sigog^e 
^ ~T4crTApptgyed OrganizatioQilumbër' 


isdi Name 
Jason Rekve 


13e. Date (dd/mmm/yyyy) 
04 Sep 2013 
~T4dr+laii!e 
—' "~T4er-Oatê,{^mmm/yyyy)_,_^ 


Installer Responsibilities 
Ttiis certificate does not constitute autfiority to install. 
Installers vrorking in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


1 Statements in blocks 1 Sa or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 


[ certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2013-05 


6. Item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


1 G. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


S/N 69801-18 


13a. Certifies that the items identified above were manufactured in 
conformity to; 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T43:--[ZL.^R 571.10 Maintenance Reiease 
^ 
□ Other rejj]iîiîm-spe£ifie^n block_1Z-— 


Certifies that uniessottjeAvisS'spécified iribïocIr+Mtiewrk identified in 
biock lland-desCfîEedin biock 12, has been performedTïrcompliâI!£® with 
Itie-eaRad/^i Aviation Requiations. 
' 
"TO/. 


13c. Approved Organization Number 


AMF 73-04 


~î4t7T-Si9nature 
^^ ~T4crApp£0^d OrganizatioflJiumbër' 


13c///me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
30 Apr2013 


~T4d7-NaoTe 
^ 
'~Tzter-OalêJ^/mmm/yyyy)__,..__-----'^ 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the nationai régulations of a country other than that specified in biock 1 must ensure that their reguiations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute instaiiation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicabie nationai reguiations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-05 


6. item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


10. Serial/Batch No. 


69801-52 


11. Status/Work 


New 


12. Remarka 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 
Q 
Non approved design data specified in block 12. 


"1487—0 _CAR 571.10 Maintenance Reiease 
^ 
□ Other regùlifîorrspacifiedin block_12— " 


Certifies that unlessott^efv/iss'spedfied itibïoclrl5r4be.vwk identified in 
block 1 larid-descriËedin block 12, bas been performedTfrcofnpJignc^ith 
jbs-eafîad/arr Aviation Régulations. 
' 
^ 
ISb/Gighétura/^/ 
/ 
W 


13c. Approved Organization Number 


AMF 73-04 


"Tïtr-Signature 
^ —' ' "T^cr-Approyed OrganizatioDJJumtjSr" 


i:^./(/me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
03 May 2013 
"T4d7-Naaîg^ 
^ 
"T4BrûatsJ^/rnmm/yyyy)^^_—— ^ 


Installer Responsibllitles 


This certificate does not constitute authorlty to Install. 
Installers working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance w/ith the applicable national régulations before the aircraft may be fiown. 


4 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3,Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2013-05 


6, Item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


10. Serial/Batch No. 


69801-10 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufaotured in 
conformity to: 


Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


—Cl CAR 571.10 Maintenance Release 
^^ 


□ Other reguiàîioii-specified in blockJZ—- 


Certifies that unlessotbePwtsS'specified iribioclr+2T-tttêjj;ork identified in 
block 11and-descfîSedin block 12, has been performedlrTcompliance with 
ttis-eafîsd/an Aviation Requiations. 
~ 


13b. Signature 
Wrx.i 


13c. Approved Organization Number 


AMF 73-04 


i^ttr-Signat^e 
^ 
^~~T4cr-Apftco^d OrganizatjorjJJumtîSr' 


13d. 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 
~T4dT-Najiie 
—^ 
~T4B:-Date^^/mmm/yyyy)___^- 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements In blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
- certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


NOTICE 
THIS DRAWING CONTAINS INFORMATION AND DATA VHTICH IS PROPRICTARY TO AERO DESIGN LTD. THIS DRAWNG, OR ANY PORTION 
THEREOF. MAY NOT BE REPROOUCED. COPIED, OR DUPLICATED IN ANY MANNER, NOR USED FOR MANUFACTURING WITHOOT THE WRITTEN 
CONSENT OF AERO DESIGN LTD. BY ACCEPTING THIS DRAWING FOR REFERENCE, THE REOPIENT AGREES TO HOLD AERO DESIGN LTD. 
HARMLESS FROM THE USE, OR MISUSE, OF THIS DRAWING OR THE INFORMATION CONTAINED THEREON. 


REV. 
DESCRIPTION OF CHANGE 


CHANGED TO ENGRAVED ALUMINUM 
INCREASED LOAD 


INITIAIS 


BJC 
BJC 


DATE 


19 JUNE 2007 
26 OCT 2011 


DRILL f30 (0.129) 
4 PLACES 


NOTES 


ENGRAVE 0.007 DEEP AS FOLLOWS: 
"OUICK RELEASE BASKEr - 0.125 HIGH 
"BEU 206L SERIES Se 407" - 0.080 HIGH 
"S/N 69801-XX* - 0.080 HIGH 
"MAXIMUM PERMISSIBLE LOAD" - 0.125 HIGH 
"300 LBS. TOTAL" - 0.200 HIGH 
"AERO DESIGN LTD." - 0.125 HIGH 
"CALGARY, ALBERTA. CANADA" - 0,080 HIGH 
"403-250-8027" - 0.080 HIGH 


QUICK RELEASE BASKET o 
BELL 206L SERCS * 
407 
S/N 69801-01 
MAXIMUM PERMISSIBLE LOAD 
300 LBS. TOTAL 


o 
AERO DESIGN LTD. 
CALGARY. ALBERTA. CANADA 
403-250-8027 


2.88 


3.25 


PLACARD 


01 


QTY 


69827-01 


PART NO. 


01 


ITEM 


PLACARD 


DESCRIPTION 


6061-T6 ALUMINUM 


MATERIAL 


QQ-A-250/11 


MATERIAL SPEC 


0.063 SHEET 


STOCK SIZE 


LIST OF MATERIALS 


APPROVALS 


DRAWN: 
JEFF CLARKE 


CHECKED: 
E. BURGOIN 


DATE 


24 APR 2006 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES. 
TOLERANCES ON: 
DECIMALS 
ANGLES 
X.XXX ±0.010 
±1/2" 
X.XX 
±0.03 
X.X 
±0.1 


AERO DESIGN LTD. 
CONSULTING ENGINEERS, TRANSPORT CANADA APPROVALS, DAR 290U 
2013 - 39TH AVENtrt! N.E., CALGARY, ALBERTA, CANADA, T2E 6R7 


tfll; (403) 260-8027 
fax: (403) 260-6333 
urodeai«n«teluaplanet.net 


BELL 206L SERIES AND 407 
QUICK RELEASE CARGO BASKET 
PLACARD 


SCALE 1 : 1 


SHEET 1 OF 1 


DWG. SIZE 
A4 


DWG. NO. 
69827 


REV. 


IC 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Foim Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2013-05 


6. Item 
7. Description 


Placard 


8. Part Number 


69827-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


S/N 69801-29 


13a. Certifies that the Items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


""T^ar-CLCAR 571.10 Maintenance Release 
□ Other regùlSîîSTi-speeifie^n block_12—''''''' 


Certifies that unless^t)ififwts6^pecified inbioclr+3r4bê_Vj^k identified In 
block 1 laod-descflBedin block 12, has been performedirTT^mplianc^ith 
ibs-6a?Tad/an Aviation Requiations. 
— 
"mj. 


13c. Approved Organization Number 


AMF 73-04 


^Rttïr-Sigfla^e 
^ 
~T2tcrAppioyed OrganlzatiorLNumtiSf" 


Il //H 
^ 
1^/^nne 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
16 Jan 2013 
~T4d7-Naflie 
^ "'"T4eT-0attWd/mmm/yyyy)__...,.._-^ 


Installer Responslbllitles 


This certificate does not constitute authorlty to Install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
' certification issued In accordance wIth the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Foim Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO 12032 


6. Item 
7. Description 


Rivet 


8. Part Number 


CR3212-4-02 


9. Qty. 


5 


10. Serlal/Batch No, 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured In 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12. 


~T4îh-~CLCAR 571.10 Maintenance Release 
^ 
□ Other re^IiifiOn-spacifie^n blookJZ— 


Certifies that unlessotljenMa«"8péclfledirrbioartar^^ 
identified in 
block 1 laostdesCTïHéd In block 12, has been performeTitTcomplianc^ith 
tb»-ea75Sd/an Aviation Régulations. 
~ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-S4gûati^ 
-— 
' 
OrganlzatiotLNumt^sr" 


tZçlfLrne 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
16 Jan 2013 
~~T4d^-NaaTe_^ 
^—— 
"~î4Br-Uala_^/mmm/yyyy)^^—— ^ 


Installer Responsibllltles 


ThIs certificate does not constitute authorlty to install. 
Installers working In accordance wIth the national régulations of a country other than that specified in block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification Issued in accordance with the applicable national régulations before the aircraft may be flown. 


